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[Abstract:] Wants statement of amount of Gold Bullion deposited in the last 10 years... 212 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

February 27, 1880 


Sir: 


I have to request that you will transmit to this office as early as practicable a statement 
showing 


1st the amount of Gold Bullion deposited at your Mint for the past ten years including 
1870 


2d. How much of these deposits were in fine bars forwarded from the New York Assay 
Office for coinage. 


Very respectfully, 
Horatio C. Burchard 
Director 


A. Loudon Snowden, Esq. 
Supt. Mint of the US. 
Philadelphia 


[Enclosed note: ] 


Gold Bullion Received at the Mint Phila. in the ten years commencing with Jan. Ist 1870 
and ending with December 31st 1879. 


Total Bullion recd. $112,010,048 .27 
Of which 
Fine Bars from U.S.A.G.N. York  21,024,078.60 





Nearly one third of this fine bullion for New York was recd. from foreign countries. 
H.S. Cochran 


Answer to letter of Director of 27th February. 


